FISH & NEAVE 


875 THIRD AVENUE, NEW YORK, N.Y. 10022 
COPY 


December 13, 1983 


VIA POUCH MAIL 

D. Anthony Gregory, Esq. 

Philip Morris Incorporated 
Law Department - Patent Section 
P.O. Box 26583 
Richmond, Virginia 23261 

PM 9133 

United States Patent Appln. 416,769 
Gaisch et al., 

CONTINUOUS PROCESS FOR MICROBIAL 
DEGRADATION OF TOBACCO CONSTITUENTS 
CONTAINING NITRATES 


Dear Don: 


I have enclosed draft copies of a Statement 
Under 37 C.F.R. §§ 1.56 and 1.97 and a Preliminary 
Amendment prepared for filing in the above-identified 
United States application. 

Please review the drafts and let me know if 
you have any comment or addition. 

With best regards. 


Very truly yours, 


MAP:od Margaret Ann Pierri 

Enclosures 

cc: A. X. Palmer, Jr., Esq./J.E. Schardt, Esq. 


Source: https://www.industrydocuments.ucsf.edu/docs/lnyjOOOO 
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